SOUTH FLORIDA WATER MANAGEMENT DISTRICT 





Lobbyist Registration Cancellation 





Type or print clearly the name of the lobbyist and the principal represented as they are shown on the lobbyist registration form for 
the South Florida Water Management District. This form may be used by either a lobbyist or a principal and only one signature is 
necessary. Cancellation is effective upon receipt by the District Clerk. 

















Name of Lobbyist 
Last Name First Name MI 
Lobbyist’s Mailing Address 
Name of Principal to be canceled 
Signature of Lobbyist or Signature of Principal 
Date 


VERY IMPORTANT - If you have changed your address, you must notify the District Clerk in writing within 15 days of any changes. 
Changes may be made with the Lobbyist Registration Form submitted to the District Clerk in the same manner as below. 


Return completed form via email to: 
clerk@sfwmd.gov 


Or via mail to: 
District Clerk 
South Florida Water Management District 
ATTN: Lobbyist Registration 
P.O. Box 24680 
West Palm Beach, FL 33416-4680 
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